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ORIGIN HEW-08 

INFO OCT-OI NEA-IO ISO-00 SCI-06 RSC-OI /026 R 
66612 

DRAFTED BY:DHEW/SRS:MARTIN E. MCCAVITT 
2/22/74 EXT 245-01 1 8 
APPROVED BY:SCI:MSBEAUBIEN 

SCI/SA:AERICHMOND (INEO) NEA/INS:DWBORN (INFO) 

0I62I1 

RR22I95IZFEB 74 
FM SECSTATE WASHDC 
TO AMEMBASSY NEW DELHI 
INFO AMCONSUL BOMBAY 

UNCLAS STATE 035771 

E.O. 11652: N/A 
TAGS: TPHY, OSCI, IN 

SUBJECT: EQUIPMENT DEVELOPED FOR PHYSICALLY HANDICAPPED 
REE: NEW DELHI 2085 

1. SPECIAL EQUIPMENT DEVELOPED EOR HANDICAPPED BY DR. GEORGE 
HELLINGER, IS BEING CARRIED BY REV. CHARLES REYNOLDS, EXECUTIVE 
DIRECTOR, LUDHIANA BOARD, TO BOMBAY ON EEBRUARY 26. REQUEST 
EQUIPMENT BE PICKED UP BY MR. CHARLES MCCASKILL, POL./ECONOMIC 
OFEICER, AMCONSUL, BOMBAY, FROM REV. REYNOLDS WHO WILL BE 
STAYING AT BOMBAY INTERNATIONAL EROM FEBRUARY 26-28. LETTER 
FOLLOWS AS TO INSTRUCTIONS FOR EXHIBITION. RUSH 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: MEDICAL CARE, HANDICAPPED WORKERS, EXHIBITS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 22 FEB 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE035771 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DHEW/SRS:MARTIN E. MCCAVITT 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974021 5/aaaaanrk.tel 

Line Count: 44 
Locator: TEXT ON-LINE 
Office: ORIGIN HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: NEW DELHI 2085 
Review Action: RELEASED, APPROVED 
Review Authority: elyme 
Review Comment: n/a 
Review Content Flags: 

Review Date: 24 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 APR 2002 by elbezefj>; APPROVED <03 DEC 2002 by elyme> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EQUIPMENT DEVELOPED FOR PHYSICALLY HANDICAPPED 
TAGS: TPHY, OSCI, IN 
To: NEW DELHI 
Type: TE 
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